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25 July 1959 


Executive Registry 



MEMORANDUM 


FOB.: 

iryc*® JM* 

Deputy Assistant to the President 
for Congressional Affairs 



With further reference to our conversation 
regarding the suggestion of Congressman Kilday 
for a farther audit of oar accounts by the GAO, 

I have not been able 1:o arrange a meeting with 
Kilday daring the past few days* but meanwhile 
we have had a preliminary talk with the GAO and 
expect to follow up on this matter as indicated in 
the attached letter written to Congressman Kilday. 


SIGHffl 


ALLEN W. DULLES 
Director 


Encl osure 

AWD/ji 

1 - DCI 

1 - DD/S and Mr. Warmer 
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